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TAGS: OTRA, OCON, SWEL, TBIO, UK, IN 

SUB J : FDA REPRESENTATIVE ATTENDING INTERNATIONAL 

MEETING AND PROVIDING TECHNICAL EXPERTISE TO INDIAN MEDICAL 
INSTITUTE 

1 . FDA ADVISES THAT DR. KAMAL MITTAL WILL (A) BE IN 
OXFORD, ENGLAND SEPTEMBER 5-9, 1977 DURING WHICH TIME HE 
WILL ATTEND THE 7TH INTERNATIONAL HISTOCOMPATABILITY 
WORKSHOP (B) BE AT THE POST GRADUATE INSTITUTE OF MEDICAL 
EDUCATION AND RESEARCH, CHANDIGARH SEPTEMBER 19-23, 1977 
DURING WHICH TIME HE WILL LECTURE ON HISTOCOMPATABILITY 
TESTING IN HUMANS AND WILL DETERMINE IF THERE IS ANY 
POTENTIAL FOR COLLOBORATIVE RESEARCH PROJECTS RELATIVE TO 
THIS SUBJECT. 

2. ASSISTANCE OF EMBASSIES WILL NOT BE REQUIRED. CHRISTOPHER 
UNCLASSIFIED 
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